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NATIONAL FOREIGN INTELLIGENCE BOARD fe - 89 


RM-80-0805 
28 October 1980 


MEMORANDUM FOR: ODDCI and DCI 


FROM Walter Elder 
Secretary 
SUBJECT Technical Revision of DCID's 


1. Action Requested: That you approve issuance of revised DCID's in line 
with OGC's review teeene. 

2. Background: The Office of General Counsel has reviewed all the DCID's 
and has recommended substitution of up-to-date references to Executive Order 12036 
and 12065 to replace references to Executive Orders 11905 and 11652. 


This represents the minimum technical revision needed to update the DCID's. 


Al] NFIB principals have concurred without raising any questions about a substantive 
review or revision. 


WALTER ELDER 


Attachment 
A/S 
APPROVED: ae nae 


ar 
Director of Centra! Intelligence 


DISAPPROVED: 
Director of Central Intelligence 


DATE: 


nnn 
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STAT 


